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Westinghouse 

ELECTRIC CORPORATION 




AIR ARM BUILDING 


COPY / OF X 


ft# 


PHONE: SOUTHFIELD 1-1000 
FRIENDSHIP INT’L AIRPORT 
BOX 746, BALTIMORE 3, MD. 

17 December 1958 


SUBJECT : Contract FL- 3011 
Residue Material 


REFERENCE: Contractor’s Letter to 


Dated 12/8/58 


Subject: Contract FL- 3011 , Submi s s ion of Inventories. 


ENCLOSURE: (l) Two (2) copies Listing of Residue Material 

From FL-3011 Consisting of Thirty- Three Pages 
Dated 8 December 1958. 


Deal 


As stated in referenced letter, we are forwarding 
Enclosure (l) which has noted on the left portion of the 
sheets spare parts item number references. It is felt this 


will facilil 

:ate review of these lists by 







One copy each of the termination inventories with 
similar notations are being prepared and will be forwarded 
shortly. 


In addition. Enclosure (2) of Referenced Letter 
listed one (l) rotary joint P/N 2JC2190-1 whose spare part 
item reference is 1JC4760, Item 1505. 



Sales Engineer 

l 

P.S. Three additional copies of Enclosure (2) of Referenced 
Letter are also attached. 

** P.P.S. The Termination Inventories referenced are also attached. 


< 


YOU CAW •B'f WF ri! 
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